lights on the roof-bolting machine and replaced the clutch on a
shuttle car.  By 5:30 a.m. Hall had found the clutch was not the
cause of the shuttle car's problem and that a stripped pinion on
the pump motor was the cause of the problem.  Hall went to the
power box at 5:30 a.m., where Gilliam was sitting, and told Gilllam
he needed a pump motor.  About 6 a.m. Hall started helping the
other two repairmen and Gilliam on the canopy, but they couldn't
get the front legs to fit into the holders.  Hall testified that
Gilliam stayed at the power box most of the time and often lay down
on top of the box, but Hall said he could find Gilliam if he needed
him.  Hall said that Gilliam reported at the No. 11 Mine and went
in the mine with his three crewmen for about 1 week.  On the morning
of April 21, 1980, Hall and Gross went down to the track when they
heard Gilliam and Lewis come in.  They discussed the canopy at
that time and Gilliam left it up to Lewis to determine how the
canopy should be raised. Hall said they left equipment down or
unable to be used at the beginning of the day shift about once
each month or less often.  Hall rated Gilliam as an average fore-
man.  Hall said Shepherd asked him if he had called the inspectors
after the motor on the roof bolder burned and that Shepherd said
whoever called was a dirty low down blankety blank.  Hall told
Shepherd in a joking way that it might have been Gilliam or Hall,
himself, who had called the inspectors.

(19) Jerry Lewis, who was another of the three repairmen
who worked under Gilliam's supervision on the third shift, stated
that Shepherd called the No. 11 Mine Office about 11:00 p.m. on
Sunday, April 20, 1980, before he and the other two repairmen went
underground.  Shepherd instructed him to raise the canopy on the
loading machine about 3 inches and to repair a shuttle car on
which a clutch was to be installed.  Lewis stated that Shepherd
told him to use a coupling link which measured about 8 inches in
width and 16 to 18 inches in length and which was leaning against
a pole near the 7,200-volt power box outside the mine.  Lewis
also said the width of the coupling bar was 6 inches at a later
time. Lewis claims that he saw the piece of metal but can't re-
call whether he took it inside the mine or left it outside.
Lewis stated that the three crewmen went underground about 11:30
p.m. and that all three repairmen went to the loading machine and
completed the installation of the traction motor.  Lewis said
that the new motor was sitting in the loader but had not been
bolted into position or connected to the power wires.  He said
he had to crawl under the loader to pull enough slack from the
power wire to complete installation of the motor.  Lewis claims
that Gilliam left it up to the repairmen as to how they wanted to
repair the canopy and that Gilliam did not say raising the canopy,
as Shepherd had instructed, would be unsafe, nor did Gilliam tell
him to install it differently from the way Shepherd had instructed
him to do it. Lewis said he cut all four legs off the canopy and
welded the front legs on the back of the canopy and the back legs
on the front of the canopy because the front legs were longer than
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